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Students and Supervisors are urged to conform rigidly to 
the dates of submission and mailing of drawings given in 
the calendars of all Departments as the judgments have 
been advanced to take place from a week to ten days 
earlier than in previous years. 


THE DEPARTMENT OF MURAL DECORATION 
CALENDAR FOR 1941-1942 


Date of Date of 
Date of Issue Submission Judgment 
Program | October 6 December 1 December 9 
Program Il December 1 January 26 February 3 
Program Ill January 26 March 23 April 1 
Program IV March 23 May 18 May 26 


The programs of the Department of Mural Decoration 
for 1941-1942 will be based on current realities in the 
field of mural painting and will be designed to bring the 
student into contact with the problems and practice of the 
present day. 

Every effort will be made to avoid merely academic 
problems. The projects will be designed by architects and 
agencies who are at present actually awarding mural 
commissions or who are engaged in work where mural 
painting is desired, and where opportunities for the artist 
exist. 

The student participating in these programs will receive 
the criticism of prominent individuals—painters, architects, 
critics, and others—who are actively engaged in develop- 
ing the great potentialities of Mural Painting in America 
today. : 

Edward Laning, Director, 
Department of Mural Decoration. 


THE DEPARTMENT OF SCULPTURE 
CALENDAR FOR 1941-1942 


‘Date of 
Date of Issue Submission 


Date of 
Judgment 
September 29 October 27 October 27 
October 27 November 24 November 24 
November 24 December 22 December 22 
December 22 January 19 January 19 
January 19 February 16 February 16 


Composition | 

Composition |! 
Composition III 
Composition IV 
Composition V 


Composition VI February 16 March 16 March 16 
Composition VII March 16 ~— April 13 April 13 
Composition VIII April 13 May 11 May 11 


Mr. Gaetano Cecere, Director of the Sculpture Depart- 
ment announces an increase in composition problems to 
eight in number. Contemporary practical problems will 
be stressed including the study and possibilities of all 
mediums in sculpture, such as ceramics, wood, stone, and 
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bronze. Scale ae of setting will be used when possible 
in judging the sculpture problems. 

Well known sculptors, architects and landscape archi- 
tects will be invited to take part in n the judgment of com- 
position problems. 

Attention is also called to the new ‘polite of mailing pro- 
grams to out-of-town students one week earlier to allow for 
preparing and shipping models to New York for judgment. 
Also is to be noted the reduction in the registration fee for 
out-of-town students from $5 to $2.50 for the school year. 


DEPARTMENT OF ARCHITECTURE 


INTRODUCTION TO HISTORICAL RESEARCH PROBLEMS 
PROFESSOR JEAN LABATUT 

“Mr. Otto Teegen, Director of the Department of Archi- 

tecture, announces that beginning with the school year 


1941-1942 the archaeology problems will be replaced by 
Historical Research problems, and presents an introduction 


to this new policy prepared by Professor Jean Labatut of 


Princeton University.” 

To deny the past is wrong, and to know too little about 
the past is worse. These two views develop two types of 
students of architecture. The first type denies the past with 
a seeming conviction that disguises his ignorance. This type, 
however, cannot escape the necessity of analyzing modern 
solutions, such as, a modern house—which, since it is com- 
pleted is already in the past and consequently subject to 
analysis no less than a Roman house or a Georgian house. 
The second type, with a conviction of no more than “why 
be bothered,” takes refuge in a certain period, becomes 
an expert in that period and refuses to admit any other 
style or period. A person of this type plays with forms of 
his beloved period without the knowledge of all its physi- 
cal, mental or spiritual meanings, and sometimes without 
any of them. If he knew these meanings he would know 
the reason why he should not imitate the forms of his 
beloved period. : 

The past should be looked upon as a stimulant and not 
as a refuge or retreat. It is wise to step back before leap- 
ing into the future, but only if one does not forget to jump 
forward after having stepped back. The past should be an 
example of what not to do in another epoch, on another 
site, in another climate, for another client. 


The student's mere ecstatic enthusiasm for the past should - 


give place to a profound analysis whereupon his respect 
for it will become greater, more sincere, and less super- 
ficial. By such an approach to archaeology he acquires the 
conviction that repetitions, recipes, and superficial mechani- 
cal reproductions of the past, are but expressions of the 
lack of esteem for a great past. Eclecticism is not an ex- 


pression of respect for tradition, but the testimony of a 


bio ani 


above all, he. aati of sensi for hie ond spire 


valt ues. 


Historical research by means of comparative analysis 


- provides a comprehensive knowledge and a deeper appre- 
ciation of the past. It develops sensibility and serves as 
an inspiration for creative work. 


MAGAZINE AND BOOK COMMENTS 


- It will interest the students of the Mural Decoration De- 
partment to know that the magazine “Stained Glass” for 
Autumn 1941 contains a report of the judgment conducted 
by the Department of Mural Decoration for its fourth com- 
petition of the year “A Colored Glass Window in the 


HM sie values = ont a arin ness of 


of the ante sub Le 

The magazine is published by the Stained Glass 
ation of America in Concord, N. H. Copies (singl 
50 cents) may be obtained from Mr. Orin E. Skinner, 
tor, 37 Walden Street, Newtonville, Mass. 


The business of architecture is as important as the art, 
if one is to succeed. Royal Barry Wills in his lively book 
“This Business of Architecture” tells what to do and what 
not to do from the time you hang out your shingle to com- 
pleted job. He tells how to get and keep a client, how to 
keep office records, and keep your head amid business 
trouble. No student planning to be an independent archi- 
tect can afford to miss this information. The book is pub- 
lished by the Reinhold Publishing Corporation, $2.75. 


ee CENTRAL BUS AND RAILROAD STATION 


CLASS A PROBLEM VI 


THE PROGRAM—Max Abramovitz, New York, N.Y. 


_ An industrial city of 200,000 is situated in the midst of a 
population area of approximately 400,000 whose inhabi- 
tants commute from the neighboring towns to this city for 
their work and other activities. Though a railroad passes 
through the city a great proportion commute by bus. These 
buses come into the-town by various routes and have pro- 
duced a serious traffic problem. A busy airport sie 
also demands bus traffic to and from it. ee 

A survey of future traffic indicates an increase in pas- 
sengers for commuter bus, long haul bus, and airline bus 
service, -so the Planning Commission has recommended a 
terminal which would centralize this traffic and eliminate its 
conflict with local traffic problems. 

The existing railroad station is adequate for its passen- 
ger services. It feeds from a concourse to four lines of 
tracks on a level 17 feet above an important street, leading 
to the center of the city and at right angles to the tracks 
(see plot plan). This track level has an additional four 
lines of tracks which had been used for freight traffic but 
which has since been discontinued due to rerouting to a 
terminal elsewhere in the city. A parkway exists to the south 
of the railroad tracks. The Commission has been author- 
ized to use the abandoned four lines of railroad tracks for 
a four-lane express through traffic highway for passenger 
cars, commuter buses, long haul buses, and airline buses. 
(Access to this highway will be reasonably distant from the 
terminal, and is, therefore, outside the scope of this prob- 
lem.) This highway will be increased in width at the bus 
terminal to provide for the necessary loading and unload- 
ing platforms which are to be planned so that through 
traffic will not be interrupted or slowed down materially. 
Space above and below tracks and platform level is avail- 


“able for use by terminal. 


A level site has been chosen across the street from the 
existing railroad station for the new terminal. The rail- 
road has agreed to extend a passageway from its existing 
concourse to establish access to the loading platforms of 
the buses, and the loading platforms must be laid out to 
facilitate this exit and access. 


Requirements: 
3 Lanes of loading platforms for commuter buses going 
East. 
_ 2 Lanes of loading ees for commuter buses going 
West | 

1 Lane of loading atom for long haul and airline 

buses going East. 

1 Lane of loading platforms for long haul and airline 

buses going West. 

Buses coming from one direction will unload, and if 
returning to their point of origin take on passengers at the 
same platform and make their turn around at a point out- 
side the scope of this problem. 

A General Waiting Room. 

An Information and Publicity Desk. 

Ticket Booths of 15 feet frontage for commuter buses. 

Ticket Booths of 5 feet frontage for long haul buses. 

Ticket Booths of 5 feet frontage for airline buses. 

Baggage Facilities. 

Toilet Facilities with free W. C., lavatories and urinals, 
and pay W. C. and dressing room units containing shower, 
W. C., and lavatory. 

Eating Facilities. 

Concession spaces for shops, for soda fountain, news- 
stand, gift shop, haberdashery, telephone and telegraph. 

Rest Room for employed personnel. 

Bus company offices of 6,000 sq. ft. 

Airline company offices of 1,000 sq. ft. 
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Notes... General: 


a ae pitts wf “ a : “ “ = Pet 
n for local bus, taxi and private car access and 


There are no street cars. 


é 


(a) Design for peak load. 
- (b) Buses: Maximum today is 35 feet long and 8 feet 
wide and under 12 feet high. 
Present day commuter bus holds 40 people. 
Present day long haul bus holds 30 people. 
Bus entrance and exit is on right front end of bus. 
(c) Dispatch Time: Commuter bus—4 buses every 6 min- 
utes at 8 M.P.H. 
Long haul buses, 15 to 45 minutes. 
Airline buses, 60 minutes. 
(d) Rush hours are 7:30 A.M. to 9:30 A.M. and 
4:30 P.M. to 6:30 P.M. 
(e) Plaiforms are to have minimum width of 9’ 0” and 
traffic lanes a minimum of 10 feet. 
(f) Baggage: Long haul travellers average 3 bags per 
person. 


JURY OF AWARD—September 25, 1941 


MAX ABRAMOVITZ SAMUEL HOMSEY 
HENRY T. ASPINWALL CARL LANDEFELD 

J. GORDON CARR WILLIAM MUSCHENHEIM 
DONALD A. FLETCHER OTTO TEEGEN 

JOHN THEODORE HANEMAN 


REPORT OF THE JURY—Max Abramovitz 


Transportation is undergoing a rapid change today with 
the greater use of the airplane and the autobus. But a 
passenger station such as the program indicated is still 
essentially a simple structure with an easy and very liberal 
circulation pattern. There are peak hours when many 
must pass given points with directness and without conges- 
tion. The public come to these centers by car, by bus, 
or on foot, and the facilities for these approaches are also 


solution of access by local bus and taxi 


an important part of this type of 
F. A. Fletcher, Jr., Princeton Universit 


eh 


ing room giving access to a good solution of commuter 
traffic lanes. There were various complicated elements in 
the plan which study with a consciousness for simplicity 
would have improved. The elevation was without per- 
sonality and not up to the inherent quality of the plan. 

A. C. Rogers, Princeton University, presented a plan 
which in principle was good. The direct access from the 
street for commuters was an extellent idea and should 
have been more intensely developed. It would have justi- 
fied a less pretensious building. The elevation was simple, 
straightforward, practical and in character. 

H. Altman, Jr., Uniontown, Pa., presented a building 
which was direct and simple but did not show a solution. 
for the local bus traffic which would feed the station. Con- 


cessions and shops should have been nearer the bal 


circulation. 
R. D. Proctor, Princeton University: Though this problem 
did not receive a medal it presented the best relation 
between the railroad station, the local bus and street 
access, and the access to a concourse which led directly 
to the commuter bus lines. If this simplicity and directness 
had been extended to the solution of the building proper 
it would have gained its medal. The plan of the building 
could have been laid out as an extension of the concourse 
with unimpeded access for the public arriving at its doors. 
It would have produced an excellent solution of the inter- 
relation of building, concourse, and traffic. The building as 
presented was bad, out of scale, and the circulation was 
congested. 
Summary of Awards 
3 Second Medal 
1 Mention 


1 Hors Concours 
5 No Award 
10 Total Submitted 


A BOX FACTORY 


CLASS B PROBLEM VI 
THE PROGRAM—Paul Schweikher, Chicago, Illinois. © 


A manufacturer interested in making containers of all 
kinds proposes to build a factory for the production of cor- 
rugated paper boxes. 

After consultation with other box manufacturers and 
plant-layout experts he has decided to build, initially, a 
plant that will be of minimum economical size. To this 
purpose he has assembled pertinent information and data 
which he submits herewith to the architect: 

A minimum economical plant size should be capable of 
an output of approximately 30,000,000 square feet per 
month or 50,000 square feet of corrugated board per hour. 

The building should be divided into the following major 
functional areas: 
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. Raw material storage 

. Board making 

. Sheet finishing 

. Joint closing 

. Shipping ee 


ah on — 


and these accessory areas: 


. Offices 

. Toilet—rest rooms 

. Adhesive Department 

. Steam plant 

. Mechanical Service 

. Production materials storage 
. Transportation equipment 

. Factory yard 


=o. ©. 6. -o & a 


“weighing 70 ae a ck of length, i five 2a and 
twenty widths in each grade (the even inches from 36” to 
76"). This means 100 piles of rolls with access to each 
pile. On the average this means about 11 or 12 rolls per 
pile. 

The tractor with a lifting fork which picks up the rolls 
needs a 12-foot aisle in which to maneuvre, and the ends 
of the piled rolls should be 16” apart. 

On the average, this means about 150 sq. ft. per pile 
(including end clearance) for 100 piles to which aisle 
space, etc., is added. 

, (2) The paper stock is fed into the head end of the cor- 
7 rugating machine which is 225 feet long, 25 feet wide and 
requires 14 feet of head room. This can be set against a 

wall, either side, with one side free. (This one machine is 
* the basic factor determining the size of the plant.) 

(3) Sheet Finishing — 

(a) The wet board coming off the machine must be 
“cured” for four hours. On the average, 34 loads of 
6,000 sq. ft. each will be coming off the machine in 
four hours. These loads, about 4 ft. by 8 ft. will 
come off as piles on wheeled skids or a roller con- 
veyor. Thus about 1,000 sq. ft. of storage is needed 
for curing. 

(b) Following this are two machines 18 ft. by 16 ft. which 
print, slot and score the corrugated board. The 
board enters through the 16 ft. dimension, Each ma- 
chine, with its work space, requires 1,000 sq. ft. 
Allied with these are the slitting machine, bandsaw, 
partition slotter, and die-cut press, which do special 
work. These in all need another 1,000 sq. ft. 

(c) This should be followed by another space where the 
ink on the board can dry for four hours. The space 
requirements are therefore the same as for the cur- 
ing space, that is, 1,000 sq. ft. 

(4) Joint Closing 

This includes the processes of taping, stitching, bundling, 
folding and preparing for shipment. It requires about 
2,000 sq. ft. 

(5) Shipping 

Sometimes finished boxes must be stored a week before 
shipment; so 8,000 sq. ft. of storage is necessary, ‘which 
should include an office to check outgoing shipments and 
place for records, etc. 


Accessory Areas: 


(a) General Office—1,200 sq. ft.—one general room— 
two small private offices. 

(b) Toilet and rest rooms are needed for the 75 em- 
ployees. 12 men and women work in the office; 30 
women and 33 men work in the plant, and are 
divided into three shifts. 

-_ (c) Adhesive department—here raw materials for the 


The oe goes into the pent end of the. corru 


on gas or oil and needs a space 20 ft. by 40 ft. It 
should be convenient to head end of corrugator 
which uses steam. 

(e) Mechanical Service—Storage of repair parts and 

place for lathe, vise, bench, etc. Space 20 ft. by 
30 ft. 
One engineer and helper in each shift run the ad- 
hesive department, the steam plant and the mechani- 
cal service (c, d and e) and so these should be close 
together. 

(f) Production material storage—Storage of twine, ink, 
tape, etc. It should be convenient to the sheet finish- 
ing, and joint closing areas. 500 sq. ft. is needed. 

(g) Transportation trucks for delivery are hired; a 60- 
foot loading platform is necessary. 

(h) Factory yard—Factory should have both railroad sid- 
ing and trucking service at both ends of production 
flow line. A minimum of 60 ft. of loading dock is 
needed for the shipping department and 40 ft. for 
the paper stock storage. Glue, raw materials, pro- 
duction materials, repair parts, etc., must also be 
brought in. 

Manufacturing and storage operations shall be located 
at the ground level. The boiler should be located in a 
basement. The offices may be on one or more levels. 

The plot allocated to the plant is a square piece of level 
industrial land. Organic top soil lies to an approximate 
depth of 1’ 0” below grade datum at the center of the 
paved highway. Soft clay gives way to hard-pan at a 
depth of 4’ 0” below datum. 

Adjacent property is industrial and occupied. 


JURY OF AWARD—September 25, 1941 


MAX ABRAMOVITZ GEORGE FOSTER HARRELL 
HENRY T. ASPINWALL CARL LANDEFELD 

J. GORDON CARR WILLIAM MUSCHENHEIM 
DONALD A. FLETCHER OTTO TEEGEN 

JOHN THEODORE HANEMAN 


REPORT OF THE JURY—George Foster Harrell 


In the opinion of the Jury, this program was an excellent 
guide to the student, as future architect, for assembling 
essential data from the client as the first step in execut- 
ing a commission. 

Despite the clarity of the program, many of the sub- 
missions did not conform to the required relation of major 
elements and transportation facilities. One of the most 
common faults encountered was inadequate and tortured 
access from the railway and truck transportation to the 
raw material storage space; also, between these transpor- 
tation facilities and the shipping department. It was 
generally felt that an easy flow of raw materials into the 
plant and unhampered outflow of finished products were 
essential to an efficient operation. 
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and so must be close to this point. ie ry, 
(d) Steam plant—The 200 h. p. boiler runs automatically — 7 
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Some students admitted raw materials at one end only 


elongated storage room coming to a dead end. Such 
arrangement would require more handling and less 


; ~ flexibility for use at peak and slack periods, and would 


often result in severe congestion at the points of shipping 

and unloading. The jury felt that a storage room placed 
broadside to incoming materials would have been a bet- 
ter solution. 

It was pointed out that despite the necessity of a boiler 
room, most students failed to provide a smokestack. This 
error was so prevalent that premiated problems were not 
penalized for it. 

The problem by R. Amiguet, Georgia School of Tech- 
nology, was liked by the Jury because of its simple and 
direct relation of major elements and its clean-cut eleva- 
tion. Access from the railroad to the raw material stor- 


A YOUTH 


CLASS C PROBLEM VI 


THE PROGRAM—Charles D. Maginnis, Jr., Boston, Mass. 


On the shore of Mirror Lake in the Rocky Mountains, 
near a small road, a National Youth Hostel is to be con- 
structed where hikers may stay for a period of one to three 
days to enjoy the beauty and recreational facilities of 
the locality. The hostel will be open throughout the year 
to provide for climbing, bicycling, fishing, canoeing, and 
swimming in summer, and for skiing, snowshoeing, skating, 
etc., in winter. 

Two bunk rooms will each accommodate separately ten 
boys and ten girls. These rooms may have upper and 
lower bunks. Each bunk room will have its own wash- 
room and toilet facilities. 

A common room, approximately 800 sq. ft., will be 
used for all general purposes. Heat for this room will be 
provided by a large fireplace. Cooking will be done in 
this same room over a coal stove. A work bench is to be 
provided for waxing skiis, repairing fishing tackle, etc. 
Ski and bicycle racks will be provided outdoors. 

Adjacent to the common room and separated from it by 


a counter, with doors above which may be locked at night, 


will be a commissary where groceries and necessary arti- 
cles of equipment may be purchased. 

The building will be operated and supervised by a man 
and his wife, who will be known as houseparents. Their 
quarters will consist of one bedroom and bath which will 
be so located where they will afford easy supervision of 
the other rooms. 

The competitor has free scope in the architectural treat- 
ment of the structure, but he shall exercise particular care 
that the Hostel is in harmony with the great dignity, sim- 


_ plicity and natural beauty of its surroundings. 
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of ‘he office én arco. At their O 
rest of the plant by means of a secondary passage ' 
commended. 


to the factory. 
The problem by T. W. Tisdale, Georgia School of Tech- 


nology, received attention because of its direct produc- 


tion line flow and good accessibility of the shipping de- 
partment to transportation facilities. 


not considered good. 
Summary of Awards 
2 First Mention 2 Hors Concours 
4 Mention 9 No Award 
17 Total Submitted 


2 
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HOSTEL 


JURY OF AWARD—September 25, 1941 


HENRY T. ASPINWALL 
BRUCE BUTTFIELD 

JOHN THEODORE HANEMAN 
CARL LANDEFELD 


REPORT OF THE JURY—Henry T. Aspinwall 


In judging the drawings submitted by students entering 
this competition, the Jury considered the following points 
as indicative of a good solution and understanding of the 
problem. 


HAROLD RAMBUSCH 
OTTO TEEGEN 
FRANK R. WALKER 


1) Simplicity and directness of plan to provide: 

(a) Proper and easy control of the establishment by 
the houseparents, who are to be the only at- 
tendants; 

(b) The arrangement of facilities for guests in order 
to give, as far as possible within the limited 
quarters available, logical and ample circula- 
tion, as well as an opportunity to carry on 
their varied activities, independently or simul- 
taneously, without undue interference with one 
another or the houseparents. 

2) Suitable interior and exterior treatment and the use 
of appropriate materials for a building of this type 
at the location described. 

3) Simple and logical construction. 

4) Quality and manner of presentation. 

General Comment: 

The Jury was of the opinion that a sound analysis of 
the plan requirements should provide some segregation, 
but not necessarily separate areas, in the common room, 
for cooking, eating, bench work, and purchases at the 


‘commissary, and that these activities should not materially 
interfere with guests who might be reading, conversing, 


This passage, running alongside the bi i 
machine, might also serve nicely for spectators or. visitors . 


a 
5 
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The location of the 
office, however, in relation to the shipping department was 


WILLIAM MUSCHENHEIM 
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hand, ne se’ 


pansion of any one celle was eohaiiolaed as shy the 
flexibility of the plan. 

The Jury agreed it was a mistake to combine cooking 
facilities too intimately with the lounge fireplace, as was 
done by some students, since this might interfere with the 
general use of the fireplace by others. 

‘Some students made the mistake of locating the work 
bench so that it would encroach on guests who were loung- 
ing or might be grouped around the fireplace. 

Adequate and suitable facilities, such as access to a 
possible landing stage on the lake, for use both in Sum- 
mer swimming and in Winter skating, was considered de- 
sirable, inasmuch as these activities were mentioned in the 
program. Many students completely overlooked this 
phase of the problem, or at least failed to indicate any 
particular thought on the subject. 

Many of the solutions provided no shelter at the main 
entrance, a desirable feature in the Winter or inclement 
Summer weather. 

The exterior design of many problems showed a lack of 
feeling for the geographical surrounding described in the 
program. The Jury was of the opinion that many of the 
exterior treatments seemed too pretentious for a moun- 
tain youth hostel. Only a few showed a sympathetic un- 
derstanding of materials. 

The presentations generally were considered only aver- 
age. 

J. R. Oyarzo, San Francisco Architectural Club, First 
Mention Placed: This problem is exceedingly well thought 
out and planned. The common room is of sufficient size, 
providing adequate area for lounge and rest, and good 
space at one side of the room for tables for eating pur- 
poses. The alcove for the work bench is well located, re- 
ceives good light for working purposes and does not 
encroach on the general lounging space. The cooking 
facilities are nicely taken care of at the back of a free- 
standing fireplace. Access to the dormitories is convenient, 
inconspicuous and well controlled. The central location 
of the houseparents’ quarters was felt to be good for it 
allows ample supervision of the various activities. The 
lake facilities are also taken into consideration, with boat 
landing and steps to same from entrance terrace. The 


FaG er pate er of fapraclice a First M 1) 
tion: This problem has many of the good features of the 


First Mention Placed design, but the entrance circulation 
is somewhat congested, and the Jury felt that the general 


lounge does not have the flexibility shown in Mr. Oyarzo’s: 


solution. The separate outside access to the water from 
the boys’ and girls’ dormitories is certainly an added con- 
venience, but as worked out might cause some lack of 
central control. The houseparents’ quarters do not give 
quite as good general supervision of the entire establish- 
ment as in the case of the First Mention Placed, though 
their quarters are somewhat more adequate and conve- 
nient for personal living than in the former. The eleva- 


Koss 


tion needs additional study of materials, and the Jury — 


was of the opinion the fenestration might have been more 
interestingly worked out. The color used in the rendering 
is rather harsh, 

G. Marchbanks, Jr., Georgia School of Technology, 
First Mention: This submission shows a generally good so- 
lution of the problem. It is one of the few that uses the 
double story bunk house. The disposition of the work 
bench, cooking facilities and commissary is good. The 
location of the houseparents’ quarters does not give as 
adequate control as might be desired, but the facilities for 
bicycles and other outdoor equipment and activities are 
well thought out and conveniently located. This problem 
handles the secondary exit to the lake facilities somewhat 
better than Mr. Puckett did. In elevation, the second story 
portion of the bunk house built of vertical boarding does 
not appear to be harmoniously connected with the rest of 
the building, but there was no doubt in the Jury’s mind 
that with some further study a more harmonious combina- 
tion of the stone and wood could have been worked out. 
The rendering is hard. 


Summary of Awards 


10 Half Mention 
1 Hors Concours 
1 No Award 


1 First Mention Placed 
2 First Mention 
4 Mention 
19 Total Submitted 


A LOUNGE FOR A COUNTRY CLUB 


ELEMENTARY INTERIOR DESIGN IV 
THE PROGRAM—Richard M. Bennett, New York, N. Y. 


The problem is the presentation of a design for the 
lounge of a proposed country club. It should clearly indi- 
cate, even to a layman, the intention of the designer as to 


type of furniture, its flexible arrangement, color, and tex- 


- 


ie 


ture of materials used, and above all, 
atmosphere. 

The space allotted is 45 feet long, 22 feet wide, and 
since there are no floors above it, the ceiling may be of 
any form and height. The long axis runs east and west 
and the room may be entered either on the north or west, 
making it possible to open the south or east onto a terrace 


an appropriate 
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The members of this club are in their early middle age 
and may be considered smart and informal. The room 
will be used for cards, reading, conversation, waiting and, 
on various occasions, for dancing. 


JURY OF AWARD—September 25, 1941 


BRUCE BUTTFIELD 
JOHN THEODORE HANEMAN 
HAROLD RAMBUSCH 


OTTO TEEGEN 
FRANK R. WALKER 
REPORT OF THE JURY—Harold Rambusch 


The group of solutions submitted was extremely limited 
in more ways than one. Due consideration was had by 


A SUMMER HOME LIVING AND DINING PORCH 


ADVANCE INTERIOR DESIGN IV 
THE PROGRAM—Bruce Buttfield, New York, N. Y. 


A porch for living and dining is to be added to a frame 
house, which was built in 1790, on the New England coast- 
line. This house is lived in during the summer only. It 
was furnished carefully, using as a basis furniture of the 
same period as the house, but is nevertheless free enough 
so that pieces of later date than the house have been 
added. 

The new porch is to have interior dimensions of 24 feet 
measured North and South and 12 feet measured East 
and West. There is to be a 9 foot ceiling and the floor is 
3’ 6” above ground level. 

The North and East exposures overlook the ocean, and 
these walls may be broken up at the option of the com- 
petitor. One exterior door shall be provided on the North. 

The South wall abuts the kitchen wing, and openings 
for service, etc., may be placed at any point. 

The West wall has one opening, a doorway, in the 
center 5 feet wide and 7 feet high, which leads to the 
living room. 

The materials and finish for floor, walls and ceiling are 
to be determined. 

Thought must be given to the views on the North and 
East, control of sun glare, ventilation, screening, and pro- 
tection from rain. Artificial light is to be considered in 
relation to the various uses of the room. 

The furniture may be all, or in part, contemporary, but 
it must be designed so as to give a feeling of unity with 


the furniture of the house. Style and originality are de- 
sirable. 
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the Jury for the ‘probieett the 


without benefit of professional citati 1 
was only by a bare majority that the 

bered the failures. All the solutions seeme to 
generous with space for furniture and very 
their capacity to accommodate any considerable nu 
of guests. Lounges should be flexible but the » 4 
shown in these solutions was so limited that it accounted — 
for conditions when only few people were visiting the 
club. One Mention drawing showed considerable excel- 
lence in rendering, but not even it showed any great ca- 
pacity for planning. wD 


Summary of Awards 
2 No Award ; 
5 Total Submitted 


1 Mention 
2 Half Mention 


It is essential to seat, comfortably, from four to twelve 
for meals. The table should, therefore, be adjustable in 
size. When used for living, the room should provide com- 
fortable lounging and game space. The transition from 
one use to the other should be carefully considered. 


JURY OF AWARD—September 15, 1941 


BRUCE BUTTFIELD 
JOHN THEODORE HANEMAN 
HAROLD RAMBUSCH 


OTTO TEEGEN 
FRANK R. WALKER 


REPORT OF THE JURY—Harold Rambusch 


The program permitted of a liberal interpretation in 
relation to the modernity of design, in which the two solu- 
tions submitted chose to take a contemporary viewpoint; 
one being contemporary without seeming regard for the 
traditional character of the house to which the porch was 
attached, while the other made a gesture in that direc- 
tion both in the design of the furniture and the color 
scheme. The renderings were professionally done and the 
color pleasing. The arrangement in the more contempo- 
rary of the two seemed more flexible and more livable, 
while the more stilted arrangement showed more consid- 
eration for the character of the house to which the porch 
was attached. The Jury was largely influenced by the a 
lack of consideration taken for the traditional character ig 
of the house with which the porch was to associate itself, 
a condition emphasized in the program. ~~ 


Summary of Awards ji i 
1 Half Mention 


1 Mention — “ 
2 Total Submitted 


yBLEM vi-10 DRAWINGS SUBMITTED 
' OF SEPTEMBER 25, 1941 


A Youth Hostel 


CLASS C PROBLEM VI—I9 DRAWINGS SUBMITTED 
JUDGMENT OF SEPTEMBER 25, 1941 


ATELIER CLARK, LOS ANGELES, CAL: 
Half Mention: J. B. Mansbridge 


" “GEORGIA SCHOOL OF TECHNOLOGY: 


—_ 
- > 


No Award: 


PRINCETON UNIVERSITY: 
Second Medal: F. A. Fletcher, Jr., A. C. Rogers 


Mention: R. D. Proctor 


UNIVERSITY OF PENNSYLVANIA: 
‘No Award: 2 


UNIVERSITY OF VIRGINIA: 
Hors Concours: V. Elmaleh 
UNAFFILIATED: 


UNIONTOWN, PA.: 
Second Medal: H. Altman, Jr. 


A Box Factory 


CLASS B PROBLEM VI—I7 DRAWINGS SUBMITTED 
JUDGMENT OF SEPTEMBER 25, 1941 


CATHOLIC UNIVERSITY OF AMERICA: 
Hors Concours: R. Allard, M. J. Patlen 
No Award: 1 
CLEVELAND SCHOOL OF ARCHITECTURE, W.R.U.: 
Mention: R. C. Pfahl 
No Award: 1 
GEORGIA SCHOOL OF TECHNOLOGY: 
First Mention: M, Amiguet, T. W. Tisdale 
Mention: A. O. Davis, Jr., R. Schwarcz 
No Award: 2 


OKLAHOMA AGRICULTURAL & MECHANICAL COLLEGE: 


Mention: T. M. Rogers 


: PENNSYLVANIA STATE COLLEGE: 


No Award: 1 


UNIVERSITY OF ILLINOIS: 
No Award: 1 


UNIVERSITY OF KENTUCKY: =“ 
No Award: 1 = 


UNIVERSITY OF NOTRE DAME: 
No Award: 


UNIVERSITY OF PENNSYLVANIA: 
_ No Award: 


CLEVELAND SCHOOL OF ARCHITECTURE, W.R.U.: 
Half Mention: R. J. Gross, S. R. Palmer, E. J. Shobe 


No Award: 1 


GEORGIA SCHOOL OF TECHNOLOGY: 
First Mention: G. Marchbanks, Jr., F. C. Puckett 


Mention: J. Dennis, Jr., E. A. McGee 
Half Mention: W. F. Appleton, H. B. Payne, Jr., W. J. 
Shoaff 


SAN FRANCISCO ARCHITECTURAL CLUB: 
First Mention Placed: J. R. Oyarzo 


Mention: L. Cleal 
Half Mention: W. L. Budde, G. G. Holt, E. etanion 


T SQUARE CLUB ATELIER, PHILADELPHIA, PA.: 
Mention: A. Hofmann 


UNIVERSITY OF ILLINOIS: 
Hors Concours: J. T. Bear 


A Lounge for a Country Club 
ELEMENTARY INTERIOR DESIGN IV—5 DRAWINGS SUBMITTED 
JUDGMENT OF SEPTEMBER 25, 1941 


CLEVELAND SCHOOL OF ARCHITECTURE, W.R.U.: 
Half Mention: R. J. Gross 


No Award: 1 


OKLAHOMA AGRICULTURAL & MECHANICAL COLLEGE: 
Mention: E. H. Leonard 
Half Mention: T. M. Rogers 


UNIVERSITY OF NOTRE DAME: 
No Award: 1 


A Summer Home Living and Dining Porch 


ADVANCED INTERIOR DESIGN IV—2 DRAWINGS SUBMITTED 
JUDGMENT OF SEPTEMBER 25, 1941 


UNIVERSITY OF PENNSYLVANIA: 
Mention: W. Mitchell 


UNAFFILIATED: 
NEW YORK CITY: 
Half Mention: S. R. Joseph 
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DEPARTMENT OF ARCHITECTURE 
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VOLUME SEVENTEEN 


Problem 


Author BA | oo 


CLASS A PROBLEM 
| A Consul's Office and Residence ee 


John C. B. Moore Don Hatch :..207 scare ee “sak 
Il A Plane Base in the Pacific............ 


Alfred Easton Poor....... ohn one Wood.. 


ve 
Andrew F. Euston........] Charles Hy Dornbusch...... 


ZAC Swimming Pool scis fercctacs esac A 7 
ThomasCatter:. c.-0t58 no. = 

IV A Crematory and Columbarium........-.| Emest A. Grunsfeld, Jr....] Perry M. Duncan..........]| May 1, 1941 | May © 

V A Faculty Residence Group........... Gerald A. Holmes....... Max Abramovitz.......... Sale 12° 1941 | July 

VI A Central Bus and Railroad Station...... Max Abramovitz......... Max Abramovitz.......... pt. 25, 1941. ) Oct. 


la 


CLASS B PROBLEM ateed G1 ik cartyany 
HeAy Ski. Club.2: sec dec nee eee ise T. Merrill Prentice........ George W. Kosmak........ Nov. 19, 1940 13 ge 
i An Officers’ Training Camp... nen) LBV OPIW SECS... 5: Henry Hofmeister......... pe 2,1941 | {fr 

Ill A Consolidated Ticket Agency. Re rene A. Musgrave Hyde....... ohn L. Skinner........... eb. 15,1941 | _| eb. . 

IV An Emergency Hospital...............] Burnham Hoyt........... ichard M. Bennett........ Apr. 5 1941 | April 
V An Architectural School.............- Ralph G. Gulley _ ee Arthur J. Kelsey........... May 24, 1941-| July 
VIVA Box Factory .cnrs2t.ce ck eee Paul Schweikher.......... George Foster Harrell......} Sept. 25, 1941, | Oct. 


eat . PROBLEM 
A Wading Pool and Shelter............ 
I A Sales Office fora Residential Develop- 


John C. B. Moore........ Max Bradford Bohm........] Nov. 28, 1940 for Dee. = “ 


Gardner A. Dailey. ...... Richard M. Bennett...... ..| Jan. 9, 1941 Jan. 
Donald AfFletcher....... ene eee Feb. 27,1941 | Feb 


Ill A Two Story Fork is weedeat RRO ee 


Harold Tatton............. ‘ NaS . 
IVA ee at the Entrance toa Marble aM 
Quarry. 285 2.85 oe eee Henry D. Mitick ee! George Cooper yrds” ..| Apr. 10, 1941 April 
V An Blawice mee ina Federal Building.| Alfred Shaw............. Ralph M. Rice..:......... May 29° 1941 |- June | 


MIL-A: Youth Hostele.2 ee ee 
CLASS A NINE-HOUR SKETCH 


Charles D. Se nis, Jr....| Henry T. Aspinwall....-...] Sept. 25,1941 | Oct. ~ 


Shevard Vogelgesang..... Wm. Lown Bottomley. $5 Nov. 14,1940 Nov. ; 


| A Floating Restaurant................ ‘ 
Il A Canal Lock Station............ ae 3 L. C. Dillenback.......... Walter J. Konrady......... ee 2, 1941 | _ ae } 
Ill An Enclosed Backyard Garden......... Kenneth K. Stowell... .... ear eer oo ~ Ss | | ig il 
VA Community Center foran Inland Resort | H dL ll Ch Archibald M. Brown...... : sit pr a 
V A Movie Theatre Marquee............ oe et hmeyers. ohn W. Huntington....... May 22, 1941. June — é 
CLASS B NINE-HOUR SKETCH . oS oe | 
A Wooden Passerelle................. Otto Teegen............. ic Theodore Haneman...| Nov. 19,1940 Nov. P 
Il A Children's Playground.............. Alfred Geiffert, Jr........ essing Whitford bias Rei 9, 1941 ae » 
Ill A Commemorative Rebciaa) Wall BA ks Alfred V. Du Pont....... Frederick J. Woodbridge. ..| Feb. 27, 1941 Feb. i 
IV A Small Wayside Chapel. . . +++] Otto F. Langmann........ Otto F. Langmann......... May 1, 1941 | May : 
MA, Tableausccis acca eee T. Mentill Prentice........ Gun Kosmak. 028 2 ors June 5, 1941 July ; 
ARCHAEOLOGY PROBLEM 
ip Combeess a of Historical and NY ee 13 : a re ec 
OGernh: FOMmIICGHHONS. <0 wis cnperasiaiesarne F i {ot nn Mo USN iki agic es RO gs fats Ae I) Sree. « 
i. An:Ametican:House:ini. 30 eee if Merrill Browtice ie en Gerald A. Holmes... tenes Mar. 13, i944 Mar. 
Ill The Natural Lighting of Buildings....... { Robert's Beans me. Jean Labatut: io... ssemcers June 5, 1941 i June : a : 
IV Stained Glass Window................ fewer legos By Jean Labatuti-t. .4c.cceen June 5, 1941 \ June : 
INTERIOR DESIGN—ELEMENTARY “an ‘7 
| A Private Desk, Chairand Lamp........ Edward D. Stone......... Francis H. Lenygon........ Jan. 9, 1941 Jan. 7 
ll A Pediatrician’s Waiting Room......... Richard Boring Snow...... William Creighton......... Mar. 13) 1941 | Mar. ‘ 
lll South American Liner Stateroom........ William Snaith........... Richard Boring Snow....... Sept 5, 1941 | June, July P 
IV A Lounge fora Country Club.......... Richard M. Bennett....... Harold Rambusch....... ...| Sept 25, 1941 Oct. af 
aa DESIGN—ADVANCED ; | a 
| A Waiting Room ina Hospital......... pone —— a. sae Francis H. Lenygon........ Jan. 9, 1941 Jan. 
Il A Movie Star's Dressing Suite.......... ee ae William Creighton...,..... | Mar. 13, 1941 | Mar. 
Ill A Private Ambulance Interior.......... ies ordon Carr Richard Boring Snow....... gine 5,1941 | June 
IV A Summer Home Living and Dining Porch| Bruce Buttfield Harold Rambusch.......... pt 25, 1941 | Oct. 
“A pana Oo COMPETE . | ; ; 
merson Prize—A Rostrum for a Pan-Ameri- 
can ‘Congress:.... +. leen one eee i= CaABNivicore:: . jie Walter F. Boone: RF ste ...| Nov. 28, 1940 Dec. 
Warren Prize—A Military Camp........... ames C. Mackenzie, Jr....| Eric Kebbon............. “| Mar. 13, 1941 | Mar. 
SPECIAL PARIS PRIZE COMPETITION— : | 
SOCIETY OF BEAUX-ARTS ARCHITECTS ? ae 
A Plant for the Assembly of Motor Cars....| Albert Kahn............. William E. Shepherd.......| June 17,1941 | 
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Ye ee Problem Author 


ARTMENT OF MURAL DECORATION 


I Decoration fora Cafeteria 


ee 


Wr elrh, We (ers OL. 0S 6) op 


DEX’? tte 
~ NOVEMBER 1940- OCTOBER 1941 


Perry Coke Smith 
Sateen: Morris Ketchum, Jr 
Baie, eee Arthur Loomis Harmon.... 


the Facade Viggo F. E. Rambusch 


a] 


Date of 
Judgment 


Report of the Jury 


Julian E. Garnsey.......... Dec. 23, 1940 


Morris Ketchum, Jr.........| Feb. 10, 1941 
po 4 a bi Bib cin Apr. 7, 1941 
enry Lee Willet......... 
Sane ihe F. E. Rambusch...... May 26, 1941 ; 


Bem reg eh earths Ad DCIMACE eter aif) ca othe | hae a <. séocsce c] edd chad lg umaecdeme vara. Oct. 7, 1940 Nov. 
ER oe Oe cue elstcevsacaatleeece Nov. 13, 1940 Nov 
SS I ET) ee io). Ae enna ieraenratnn ern Dec. 18, 1940 Dec. 

ais oe ee...) cca uieccvatssesdrdeeocav an. 22, 1941 Hack 
ee ee, |. ace coc ce adscovusctscus i 26, 1941 eb. 
SS. ee). hs Ta earn ae ia aan Apr. 3, 1941 Mar. 
et ed ose ccccccctavcrsccuudee May 16, 1941 May 
ene hy re I 5 cura” wcceseewneeeee be outenes’s Dec. 6, 1940 Dec. 

oo LA DRS ah ois Siig ste cal) Gide oe Guo tc. oe res i aa Mar. 7, 1941 Feb. 

rea ate te So IETS, ws vcs c |e bhaseeeeclalosdacgcancind one May 16, 1941 May 

te ETS 5 iy, 50 Six coh « auWizoa availa oie sv. adumpe Sela nel aie wie baie arceee aie Nov 

RMN 2 cok 5 eich e ele wREE wo alo wibvlene/ Bie aie Sionw a etowilo>: «i fais SOE Dec. 

EE ns cerns tert oc e e eT ee one ee ean Feb. 

IE ss cs sci oeioiocs «See leone a kei ewwievals halelersitohaieye. ote Beaks Feb. 

EN 5 cr ee Sa Ue CREM SaPAL Fave wake nie Slsiatiee rete ae Oe Mar. 

es re sie ee ee EI «5s: s pe: ct npalaes xin as b\w nih aioe dvs pines ors fumeloee 4 ose Mar. 
erie EN bo sak so CREME T GS a ala’ ol sa eid assed vl ais Sele ale mare Me emu nine June 

PRES LRP Ries tac wedi ated cat Mba Li cca, Seakeae beta tere eee aes June 

Seen Nee IN od oS ia ly wie yrote wrbie evel wietb evel evel on otek a: » 6G 'e sleisvns, Slated July 

eNUPIMEMIEMES cc «5,5 cba or aces anevalivere.sore's'o bees e ok Deb ee mien ay SARE July 

Bel da olgs be Moe 6 5 SE OTE On eee eee July 

ANNOUNCEMENTS AND ARTICLES 
Personalities—Who's Who on the ORY S aos os oes SS oh BAG se eee ie ee abe ates Nov.-Mar. 
ee May-July 

1941 Paris Prize Competition, Society of Beaux-Arts Architects... ......0cccecucecucecececececeeeeeetetetetuteeees Nov. 
Annual eT 1), Pe ec cede pe weddacesus cones ubawes siialoelow sine Nov. 
To the Directors of the Architectural Schoolsand Ateliers...........2.ccccceecececcecuceccucuccusecevencucencuees Nov 

So eee osl esate dead cons emedumacee Ws den eeeeelenn Dec 
ae ne las i. eM 5 oo bs nov vans peep pele tvieieswinew Hee setelys Pee ace me ms Dec. 
Paris Prize Special Competition of 1941, of the Society of Beaux-Arts Architects.........00. cece ence eee eee eee eneees Feb. 
rea ESTE TCT eae. es. cs cede spare euic oom winrbne's olmes brs Ob elumoata ale Feb. 
Letter to Directors of Schools, Ateliers, Correspondents and Students, April 4, 1941..........0.0cceceeeeeeeeeeeenenes Mar. 
EE a een MctiOnel) Didlans6.. . <.0. 5 bobs «<5 «sce 5 cures 400 paencddny cnen’s onive cap ss dlvawleels April 
Announcement—Class A Sketch Ill Designs in May 1941, issue of House Beautiful............0..00 cece ecee eee e eee ees Apri 
Programs for School Year 1941-1 DA9* PSccitmenh Oba vec bea os, <.ce'c sha sco 0 Savalows oa are aw ona o tgns-s <i canta! ynevecalaie stars ietaic May 
etal test OTS ORG ee ccc daivoevesiecuuscisseded dep endear cal June 
Summary of Questionnaire of April 4, 1941 of the Department of Architecture. ... 002.0020 eee ec ceeeeen een eeeneeene July 
Calendars 1941-1942—Department of Mural Decoration and Pamanment:of Sculptured. fos a Sb orig eee o heehee Oct. 
Introduction to Historical Research Problems—Professor Jean Labatut.......... 02:0 cece cece cece cece cece eee eteeeeeees Oct. 
Bares EPL SaCeesadecseni Iie Tits ante eros estore evarase.aibsauethnc oO) bie Ore aw daaree De.erele me wheeled vine Wem Oct. 


STATEMENT OF THE OWNERSHIP, MANAGEMENT, CIRCULATION, ETC., REQUIRED 
BY THE ACT OF MARCH 3, 1933 


OF er OF THE acct meaty le et tae sil af aire pel 
mn exc: t ti ADEN: 
ENS ee Orme 4, 1S Tt Settee tm 


State of New York or 
County of New York } vi 


Before me, a Notary in and for the State and county aforesaid; per- 
sonally appeared Kenneth K. Stowell, who, having been duly sworn ac- 
cording to law, deposes and oays that he is the Secretary of the Beaux- 
Arts nstitute of ai. ms lishers of the BULLETIN OF THE 
BEAUX-ARTS INSTITUTE OF DESIGN, and that the following is, 
to the best of his knowledge and belief, a true statement of the owner- 
ship, management (and if a daily paper, the circulation), etc., of the 
aforesaid publication for the date shown in the above caption, required 
by the Act of March 3, 1933, embodied in Section 537, Postal Laws and 

ations, printed on the reverse of this form, to wit: 

1, That the “names and addresses of the publisher, editor, managin 
a and business managers are: Publisher, BEAUX-ARTS INSTI- 
TUTE OF DESIGN, 304 East 44th Street, New York, N, Y.; Editor, 
oy aig Editor, Per Manager, none. - . 

2. That the owner is: AUX-ARTS INSTITUTE OF DE 
304 East 44th Street, New York, N. Y.; William E. Shepherd, coe 
man, Board of Trustees, 304 East 44th Street, New York, N. Y.; K 
K. Stowell, 304 East 44th Street, New York, N. Y.; J. C. B. Moore, 
304 East 44th Street, New York, N. Y.; J. André Fouilhoux, 304 East 
44th Street, New York, N. Y.; Ralph Walker, 304 East 44th Street, 
New York, N. Y.; Otto Teegen, 304 East 44th Street, New York, 
N. Y.; Lewis G. Adams, 304 East 44th Street, New York, N. Y.; Julian 


E. Garnsey, 304 East 44th Street, New York, N. Y.; R. S. Hutchins, 
304 East 44th Street, New York, N. Y.; Edward McCartan, 304 East 
44th Street, New York, N. Y.; A. M. Hyde, 304 East 44th Street, New 
York, N. Y.; Albert Kahn, 304 East 44th Street, New York, N. Y. 

3. That the known bondholders, mortgagees, and other security hold- 
ers owning or holding 1 per cent or more of total amount of bonds, 
mortgages, or other securities are: Franklin Savings Bank, 42nd Street 
and 8th Avenue, New York, N. Y. 

4. That the two paragraphs next above, giving the names of the 
owners, stockholders, and security holders, if any, contain not only the 
list of stockholders and security holders as they appear upon the books 
of the company but also, in cases where the stockholder or security 
holder appears upon the books of the company as trustee or in any other 
fiduciary relation, the name of the person or corporation for whom such 
trustee is acting, is given; also that the said two paragraphs contain 
statements embracing affiant’s full knowledge and belief as to the cir- 
cumstances and conditions under which stockholders and security holders 
who do not appear upon the books of the company as trustees, hold 
stocks and securities in a capacity other than that of a bona fide owner; 
and this affiant has no reason to believe that any other person, associa- 
tion, or corporation has any interest direct or indirect in the said stock, 
bonds, or other securities than as so stated by him. 

Sworn to and subscreara me this 25th day of September, 1941. 


(Signed) KENNETH K. STOWELL. 
(Signed) DOROTHY J. CAVANAGH, 
Commissioner of Deeds. 
(My commission expires Jan. 21, 1943.) 
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SECOND MEDAL — A. C. ROGERS — 
CLASS A PROBLEM VI — A CENTRAL BUS AND RAILROAD STATION 


SECOND MEDAL —H. ALTMAN, JR. 
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CLASS C PROBLEM VI — A YOUTH HOSTEL 


FIRST MENTION —G. MARCHBANKS, JR. 
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COOPERATING WITH THE BEAUX-ARTS INSTITUTE OF DESIGN " 


DEPARTMENT OF ARCHITECTURE 


CARNEGIE INSTITUTE OF TECHNOLOGY 
CATHOLIC UNIVERSITY OF AMERICA 
CHICAGO TECHNICAL COLLEGE 


CLEVELAND SCHOOL OF ARCHITECTURE OF 
WESTERN RESERVE UNIVERSITY 


DREXEL EVENING INSTITUTE 
GEORGIA SCHOOL OF TECHNOLOGY 


KANSAS STATE COLLEGE OF AGRICULTURE AND 
APPLIED SCIENCE 


MASSACHUSETTS INSTITUTE OF TECHNOLOGY 
NEW YORK UNIVERSITY 

NORTH CAROLINA STATE COLLEGE 

OHIO STATE COLLEGE 

OKLAHOMA AGRICULTURAL AND MECHANICAL COLLEGE 
PENNSYLVANIA STATE COLLEGE 

PRINCETON UNIVERSITY 

RICE INSTITUTE 

SYRACUSE UNIVERSITY 

UNIVERSITY OF ILLINOIS 

UNIVERSITY OF KENTUCKY 

UNIVERSITY OF NEBRASKA 

UNIVERSITY OF OKLAHOMA 

UNIVERSITY OF NOTRE DAME 

UNIVERSITY OF PENNSYLVANIA 

UNIVERSITY OF VIRGINIA 

WASHINGTON UNIVERSITY 

YALE UNIVERSITY 


UNIVERSITY OF HAVANA, CUBA 
UNIVERSITY OF TORONTO, CANADA 


DEPARTMENT OF MURAL DECORATION 


DAYTON ART INSTITUTE 

JOHN HERRON ART INSTITUTE 

NATIONAL ACADEMY OF DESIGN 

PORTLAND SCHOOL OF FINE AND APPLIED ARTS 
NEW YORK UNIVERSITY 

YALE UNIVERSITY 


DEPARTMENT OF SCULPTURE 


COLUMBIA UNIVERSITY 
NATIONAL ACADEMY OF DESIGN 
NEW YORK UNIVERSITY 


SOCIETIES COOPERATING 


SOCIETY OF BEAUX-ARTS ARCHITECTS 
AMERICAN INSTITUTE OF ARCHITECTS 
ILLUMINATING ENGINEERING SOCIETY 
AMERICAN INSTITUTE OF DECORATORS 
SOCIETY OF MURAL PAINTERS 
NATIONAL SCULPTURE SOCIETY 


Me 
S 
re 


es 


ine 


